
New face at 
Racetrack 



• Craitor looking 
for another term 
at Queen’s Park 
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Students get into Easter spirit concerns 

a K about 

flyer 


A flyer that was circulated to 
every home in Greater Fort 
Erie last month has sparked 
some questions and concerns 
on council. 

On Monday night, under the 
new business portion of the 
regular council meeting agen¬ 
da, Ward 3 Coun. Bob Steckley 
brought up the piece of litera¬ 
ture, indirectly aimed at him¬ 
self and the three other mem¬ 
bers of council who did not 
support the Crystal Beach 
Gateway Project, before 
Steckley changed his vote on 
the issue once a third-party 
legal opinion said the Town 
could face a multi-million dol¬ 
lar lawsuit if it broke its con¬ 
tact with the Molinaro Group, 
o build a 12-storey condo¬ 
minium at Bay Beach. 

Although he is concerned 
about key words such as "anti¬ 
development" and "crooked" 
that are used to describe the 
four members of council on 
the document, his main prob¬ 
lem seemed to be with the 
anonymity the flyer presents it 
self with, other than being dis- 
KRIS DUBE Fort Erie Times tributed by a group called the 
Ridgeway Public School students Gwenythe Nigh, left, Ellie White, Jackson Oatley and Shane Belfry, with teacher Debbie "^Future 01 * Ene F ° r A 

Longval, are getting ready to put the finishing touches on an Easter Food Drive for Community Outreach Program Erie and the F0Sltlve future. 

St. Vincent De Paul. For every non-perishable food item brought in by students, they put their name in a raffle for three Easter 
baskets donated by a parent. 

































2 Fort Erie Times « Saturday, April 16,2011 


Please 

■ he Grass 



Grass clippings are no longer 
collected at the curb - just leave the 
clippings on the lawn and let nature 
take care of the rest. 

Niagara / / Region 


Waste Management Info-Line: 
905-356-4141 or 1-800-594-5542 

www.niagararegion.ca 


Preliminary meeting set 
for Anzovino inquest 


No firm date has been set into the 
death of 18-year-old Reilly Anzovino, 
but a preliminary meeting has been 
scheduled for Apr. 27 in Hamilton. 

Her parents, Denise Kennedy and Tim 
Anzovino, wish to acknowledge the 
financial support of the ministry of com¬ 
munity safety and correctional services 
to assist them with costs they will incur 
for legal representation at the forthcom¬ 
ing coroner's inquest into their daugh¬ 
ter's death, resulting from a motor vehi¬ 
cle accident on Boxing Day 2009. 

"We are grateful for the efforts of Kim 
Craitor and Andrea Horwath in obtain¬ 
ing this funding," stated Mr. Anzovino. 

"An inquest presents a great financial 
burden for any ordinary family and this 
funding allows us to participate in the 
inquest in a meaningful way," he added. 

It is anticipated that, with the excep¬ 
tion of the Anzovino family, the parties 
involved in the process will be public 
bodies or agencies, or employees of 
those bodies and agencies. 

Those parties will be represented by 
legal counsel paid for with public 
resources, while there is no specific pro¬ 
gram in place that provides the family 
with assistance after this tragedy. 

The ministry of community safety and 
correctional services has provided the 


kk 

We are grateful for the 
efforts of Kim Craitor 
and Andrea Horwath in 
obtaining this funding.” 

-Tim Anzovino 

family with the particulars of the finan¬ 
cial support that will be made available 
to them as an ex gratia payment. 

"While this is a unique application of 
the program from which the funds have 
been allocated, the Anzovino family has 
requested that the provincial govern¬ 
ment develop a specific policy that 
would provide financial assistance to 
any family directly involved in a coro¬ 
ner's inquest in the future," explained 
the family's legal representation, former 
mayor Wayne Redekop in a press 
release. 

The inquest will look into whether or 
not closures of emergency departments 
in Fort Erie and Port Colborne played an 
impact in the tragedy. 



• Cosmetic Dentistry 

• Veneers, Crowns & Bridges 

• Take Home & In-Office Teeth Whitening 

• Preventative Care for Teeth & Gums 

• RootCanallherapy 

• Partial & Complete dentures 

• Extractions 

• Orthodontic-Braces including 
Invisangn 


NEW PATIENTS WELCOME • TWO LOCATIONS TO SERVE YOU BETTER! 

Emergendes Seen On Same Day • Extended Weekend His. • In-Office Dental Discount Program 


Fort Erie Location 

cZto WW e 905 - 871-5556 * 905 - 371-8885 


Cowards! K-— 


749 Garrison Rd. 75 55 Montrose Rdl 



















Kelley focusing on job creation in Niagara 


Perfect Setting/ Perfect Price/ 

New Home now under construction only $237 f}QQ 


i do that," she don't have jobs," said Kelley, attention from the federal 

The Times said. a life-long Fort Erie resident, government, in her opinion. 

In her line of work as a She also feels that the "We're slowly depleting 
union representative, she depletion of medical services those resources," she said. 
Creating jobs in Niagara is says she has a vast under- in Niagara needs to be referring to lands in Greater 
one of Heather Kelley's pri- standing of employment addressed. Fort Erie, 

mary objectives. rates in the area and what "We need a real focus on In Niagara-on-the-Lake, 

The New Democratic Party could possibly be done to health care," she said. she says although business in 

(NDP) candidate for the produce improvements. Natural resources such as the farming sector isn’t nec- 

Niagara riding in the May 2 "I've been committed to waterfront lands and the essarily going through tough 
federal election says it is a working on behalf of working farming and agricultural times, but feels there is still 
constant struggle for resi- people, as well as those who industries also deserve more plenty of opportunity to build 

dents in the region, _ 

finding a solid base 
for employment. 

"Watching my 
children struggle 
for jobs and the job 
market shrink, I 
think it's about 
time for a change 
in government," 
said Kelley, who 
has been a union 
representative for 
the International 
Association of 
Machinists and 
Aerospace Workers 
for the last 13 years, 
after being 

employed at Fleet 
Industries. 

She feels her 
focus and passion 
for the area are the 
main reasons why 
she is the right per¬ 
son to represent 
the NDP, a party 
she has affiliated 
with for many 

"I decided it was 
time the NDP party 
had a candidate 
that could make a 
difference in the 
area. I'm the per- 


the progress made 
already. 

"I think there's an opportu¬ 
nity for the people of Niagara- 
on-the-Lake to be even more 
successful," she said. 

This is Kelley's first time 
running for political office, 
but says she has worked on 
campaign for other NDP pol¬ 
iticians at all levels of govem- 


Heather Kelley 


In Beautiful Ridgeway ...A Quiets Peaceful Community 
Over 1,100 Square ft bungalow set in a pnvate secluded neighbourhood. Built on 
a nice sized 60" x 110" lot. Just a short walk to the beach. Call far mare details. 

Quality Built for Generations of Living 

Park Lane a m 

'home builders — 


905.685.0688 I parldanehomebtiildersc 


TflUl 

GREENHOUSES Ridgeway 
IT’S EASTER TIME! 

and we have... 


16e WM 


GREENHOUSES ‘R.ufyetvaq GREENHOUSES & GARDEN 
2594 Dominion Road 2702 Hwy. #3 at Gasline 

905-894-8466 905-834-7466 

Extended Spring Hours: Open 7 Days a Week 0pen Mon . Frf g a m _ g . Sa t. 8 a.m. - 5 p.m 


PERFECT FOR CORNERS 

AND CORNER OFFICES. 

THE ULTIMATE SPRING PERFORMANCE EVENT 

JB ~ O 

p.rfmm.nnhmi.1. Driving Experience.* ^ 

- * • ■- 



The 2011 BMW 328i xDrive 

LEASE PAYMENT LEASE RATE FINANCE RATE PHARPF 

OQ%- 1 OQ°/0 SCHEDULED 

0*70 CmwO \ £-.*7 MAINTENANCE 

DOWN PAYMENT OF $6,000 UP TO 48 MONTHS UP TO 60 MONTHS 4 Year/80,000 km” 

ONLY UNTIL MAY 2. 



Performance BMW 266 Lake Street, St. Catharines, ON 905-934-3356 www.performancebmw.ca 
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Willick focusing on Green Party’s policies along campaign trail 



IANGEAS 

/> V! * ' 


Starting at 


TULIPS 


ertu/Ze'/- 

RESTAURANT 


OPEN TUESDAY - FRIDAY 
FOR LUNCH 

11:00 am - 2:30 pm 

We guarantee that your order will be 
taken and your lunch served so that you 
can be in and out in 30 minutes! 

LUNCH SPECIALS 

■7/2 Sandwich, I All You Can Eat I Upscale Lunch 
(up of Soup. Side Soup, Salad & Special 

of Salad Breadsticks 

$8.95 | $9.95 | $11.95 

* Above specials come with a FREE beveraae 
(coffee, tea or soft drink) 

FRIDAY 
NIGHT 

FISH 
FRY 


Located at 700 Gilmore Road, Fort Erie 
Phone: 905-871-2400 or Toll Free 1-888-235-7772 


CABBAGE ROLL DINNER 

-AllYou Can Eat- 

Tuesday, April 19th, 2011 


• POTTED BULBS 


WE ARE OPEN for the Season 
g® and we are "BLOOMING FANTASTIC!" • 

v> * WE ARE OPEN GOOiD FRI DAY 


We can also do 

EASTER 
•” s BASKETS 

crocus SI filled with 

■ | Spring Plants! 


5 4/J 


3335 Nigh Road (at Burleigh), Ridgeway 

Pi+sch Greenhouses p| 905 - 894-2305 
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Councillor says author of flyer should be known 



EDTC, this issue has 
not been brought for¬ 
ward as something 
the EDTC has been a 
participant in," 
responded Hill. 

Steckley also said 
there are rumours 
floating around town 
that the Chamber of 




From Page 1 

Steckley feels it should be 
made known to the public, 
who this group really is and 
what other parties might have 
been behind it. 

"Some people 
the misguided belief that staff 
or the Town are behind this 
flyer," he said. 

The councillor then stated 
he had a conversation with 
Town clerk Carolyn Kett 
about any potential involve¬ 
ment from the Town and she 
later confirmed there was 

He then directed an inquiry 
for response tarn one of the 
Fort Erie Economic 
Development and Tourism 
Corporation (EDTC)'s coun¬ 
cil representatives 
mayor Doug Martin 
and Ward 4 Coun. 

John Hill. 

"At the board 


Commerce might have been bers of council look bad, but it 
involved. Coincidentally, he makes the Town of Fort Erie 
sits next to Chamber presi- look bad," he said, 
dent and Ward 1 Coun. Town clerk Carolyn Kett 
Stephen Passero in the coun- said local politicians are 
cil chambers, so he was able essentially responsible for 
to get an immediate response, approving staff to take this 
"No, the Chamber of direction. 

Commerce did not contribute "That would have to be the 

any time, resources, or tal- determination of council, 
ent," Passero said. whether this would be a 

"According to them, we worthwhile use of staff 
were in contempt with the resources," said Kett 
public and we had personal The only name that has 
agendas." been publicly attached to this 

Steckley believes the distri- group, is Kimberly Zanko, for- 
bution of this type of material mer president of the 
throughout the municipality Chamber of Commerce and 
will give people looking from Ward 3 candidate in the Oct 
the outside the wrong impres- 25 election, who was defeated 
sion. in a close race by Steckley. 

"It not only makes mem- She is surprised this matter 


JC If 


Fort Erie 




Ujtg 


Hi 


a 


Saturday, April 23rd 


Crystal Ridge Community Centre 


from 10 


ALL INCLUSIVE 


at Rio Vista Club House 


w&m 


(85 Crooks Street, Fort Erie) 


j us P>7§*©Q. $ 70.00 

low Until Sept. 1 st if you book your f 




/.crystal ridge. 
■894-7117 for 


Kids'Play _A»*ea with 
inflatable BoHwceFs! 



Come Dine With Us 


Every day our pizza is scratch made 
using farm fresh ingredients. 

New lunch menu with all our old favourites and 
fantastic new creations. 

Our Hours Free Delivery 

Sun. - Thurs. 1 lam - 10:30pm 
Fri - Sat. 1 lam -11:30 pm 


224 Garrison Road Mini Mall * 905-871-1167 
Visit us at www.barrelpizza.ca 





























6 Fort Erie Times • Saturday, April 16,2011 



Fort Erie limes www.forterietimes.com 

450 Garrison Road • Unit 1 Fort Erie, Ontario L2A1N2 • 905-871-3100 • Fax 905-871-5243 


TIM DUNDAS, Publisher 905-357-2440 ext. 304 
tdundas@niagaracommunitynewspapers.com 
KRIS DUBE, Editor 905-871-3100 ext. 207 

MYRA ROBERTSON, Sales Manager 905-871-3100 ext. 202 


our editorial 

Nothing better than a 
Fort Erie summer 


Summer is always the best time 
in Fort Erie. 

The Friendship Festival, hun¬ 
dreds of local youth getting exer¬ 
cise while playing minor sports, 
there are so many events and 
organizations that truly make Fort 
Erie a great place to be all year 
round, but when the sun shines 
and the thermometers start to 
reach higher temperatures, we 
truly find ourselves living in a 
place that people from all over the 
Greater Toronto Area and Western 
New York flock to, taking in every¬ 
thing we have to offer. 

Although Bay Beach is an issue 
that has been very political over 
recent years, nobody seems to 
mention it in these times, in the 


context of how beautiful piece of 
land it is we have, regardless of 
whether there will be a 12-storey 
condo there in the near future. 

It truly is a great place that is 
packed with people in the summer 
and we're sure it will he no differ¬ 
ent this time around. 

The Friendship Festival draws in 
tens of thousands of people, and is 
perhaps the one event that people 
from out of town associate with 
this town. 

Look forward to this summer 
with us, as we will be everywhere 
covering all the big events. 


-Kris Dube 



Do You Remember? 


Thanks to Pam (Haas) 
Sider for e-mailing us with 
details about last week's 
photo. She remembers 
being in about Grade 5 at 
Ridgeway Public School 
and dressing up as a pio¬ 
neer for a school pro¬ 
gramme at the Fort Erie 


Historical Museum. Also 
shown in this 1970's photo 
from left to right are: 
Daryl Kendrick, Pam 
Haas, Rusty Watson and 
Nancy Cauthard. 

This week's photo 
shows four gentlemen 
engaged in tree planting. 


The names Ross Bearss 
and CUff Lightheart are 
written on the back. If you 
know who is who or any 
other details about this 
tree planting ceremony, 
please caU the Museum at 
905-894-5322 or e-mail 
museum@forterie.on.ca. 


Start focusing on the positive, while ignoring the negative 



Kris Dube 

Editor’s Notebook 


It's time to move for¬ 
ward and think about the 
positive stuff going on 
around town. 

I'm tired of writing 
about Bay Beach, I've 


mentioned that before. 

Residents are tired of 
reading about it, I've 
heard this too. 

But there is a very 
small group of people 
who can't seem to let go, 
and my message to them 

This week, a video sur¬ 
faced on Facebook, of 
course referring to cer¬ 
tain councillors and the 
way the Bay Beach issue 
unfolded. 

On a few occasions, I 
was contacted by people 
saying I should write 


something about it 
because they were 
offended. 

But that's exactly what 
the people behind it want 
me to do, give them 
attention. 

So, I will only clarify 
why I have chosen to 
only make the comments 
I am about to make. 

People are entitled to 
freedom of speech and 
there's no way of telling 
"Facebookers" to put an 
end to their efforts at this 

If you don't like com¬ 


ments people continue to 
make, don't read them. 

If you don't agree with 
videos made by a small 
group of people, don't 
watch them. 

If you are a councillor 
who continues to be 
insulted or offended by 
certain remarks, don't 
bring it up in a public 
forum at a meeting. 

This only fuels the fire 
and gives them more 
material to work with. 

Focus on the positive 
events and projects tak¬ 
ing place around town. 


Garrison Road Public 
School is holding a trivia 
night on Friday May 6 at 
7:30 and is in need of par¬ 
ticipants. 

This is merely one 
example of an event that 
will be a positive one, 
where people don't call 
people names and dwell 
on decisions made 
months ago. 

I also am mentioning 
this because I was unable 
to find editorial space to 
promote this event in the 
last two issues and prom¬ 
ised the organizers I 


would get it in this week, 
so this is my way of doing 
that. 

But overall, there is 
far too much negativity 
in this town and it needs 

Even though it proba¬ 
bly won't and if this is 
something that bothers 
you, just don't pay atten¬ 
tion to it. That's all I can 
recommend at this point. 
If you would like to leave 
me feedback, call me at 
(05) 871-3100 ext. 207 or 
send me an email to edi- 
torial@forterietimes.com. 
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opinion page 


Pride in country decreasing 


Dear Editor, 

Oh Canada, our home 
and native land.” 

Those are the words we 
grew up with and sang 
wholeheartedly since we 
were young, and truly 
believed in. It was made 
the National Anthem in 
1980. 

Times have changed, 
and along with it, much of 
our pride in our Canadian 
values and our belief in 
our Government and their 
ability to lead us honestly 
and straightforwardly. We 
see nothing but chaos and 
mismanagement by our 
elected officials, and our 
great country falling into a 
state of demise. We live in 
a country that is rich in 
minerals, farm lands, tech¬ 


Take The Times 


nology and other 
resources too numerous to 
name. A country that 
could be self sustaining 
and hold it’s head up high, 
because, the people are 
behind it, and comfortable 
with the decisions made by 
our provincial and federal 
leadership. Not so at this 

Taxes are being raised 
on everyday living, hospi¬ 
tals are being closed and 
health care is being manip¬ 
ulated and services cut, by 
government appointed 
committees. Industry and 
technology are being 
moved out of our country 
and jobs are being lost. 
The Canadian citizens are 
losing their rights to hav¬ 
ing a say because our 
elected federal, and 


provincial, governments 
are putting us into a finan¬ 
cial and moral crisis. 

Canada and the spend¬ 
ing habits of our govern¬ 
ment can be likened to a 
giant snowball at the top 
of a mountain that is 
rolling down and taking 
everything in its path 
along with it. Nothing is 
stopping it, and the end 
result is a monumental 

“God keep our land 
Glorious and Free 
Oh Canada, we stand 
on guard for thee.” 

We still have freedom 
of speech and will contin¬ 
ue to speak out for our 
rights and the rights of our 

Joy Russell 
Ridgeway 



Sara Foulis Mike Lewis Dennis Ventura Vito Brigantino 

“The environment and “The HST. I think that thS'l“More loans and grants 

health care are very needs to change.” more buying power! ” for small businesses.” 
important.” 

-What do you think?_ 

E-mail: editorial@forterietimes.com or call 905-871-3100, ext. 207 


Volunteer appreciation 



P We Make Tax Preparation Quick and Easy! 

One of the many privileges of being a Fort Erie Credit Union member is getting your taxes flnd u5 on 

prepared and E-filed for just $45* for a single return. Simply drop off your personal tax ffl Facebook 


One of the many privileges of being a Fort Erie Credit Union member is getting your taxes 
prepared and E-filed for just $45* for a single return. Simply drop off your personal 
information at either our Garrison Road Branch or our Jarvis Street Branch, through 
April 30th and we will contact you when your return is completed and ready 
to sign. 

“Membership does have its privileges" 


FORT ERIE union 


_ 
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The Town of Fort Erie 

1 Municipal Centre Drive, Fort Erie, ON, L2A 2S6 

(905)871-1600 • Fax (905) 871-4022 • www.forterie-on.ca 
EMERGENCY TELEPHONE INFORMATION 905-871-1600 
_ RADIO EMERGENCY INFORMATION 91.7 FM -105.7 FM - 610 AM _ 


_ 

fORl*ERIE 


Our Focus: Your Future 


PUBLIC 


(1) NOTICE OF ADOPTION OF OFFICIAL PLAN AMENDMENT 
Planning Act, R.S.0.1990, c. P13, ss.17(23), O.Reg. 543/06 
APPLICANT: SYNOD OF THE DIOCESE (ST. PAUL’S CHURCH) 

FILE #: 350302-0070 

TAKE NOTICE that the 
Council of the Town of Fort 
Erie passed By-law Number 
24-11 being a by-law to 
adopt Amendment #67 to 
the Official Plan for the Fort 
Erie Planning Area, and 
By-law No. 25-11 being a 
by-law to adopt 
Amendment #7 to the 
Official Plan Adopted by 
By-law No. 150-06 for the 
Town of Fort Erie Planning 
Area on the 21st day of 
March, 2011 under Section 
22 of the Planning Act. 

AND TAKE NOTICE that 
any person or public body 
may appeal to the Ontario 
Municipal Board in respect of the by-law by filing with the Clerk of the Town of Fort Erie not later 
than the 6th day of May, 2011 a notice of the appeal setting out the objection to Amendment #67 
to the Official Plan for the Fort Erie Planning Area and Amendment #7 to the Official Plan Adopted 
by By-law No. 150-06 for the Town of Fort Erie Planning Area and the reasons in support of the 
objection. Any appeal must be accompanied by the Board's fee of $125.00. A certified cheque or 
money order made payable to the Minister of Finance must accompany the Notice of Appeal. 

The proposed Official Plan Amendment #67 and proposed Official Plan Amendment #7 are exempt 
from approval by the Regional Municipality of Niagara and the decision of Council is final if a 
notice of appeal is not received before or on the last day for filing a Notice of Appeal. 

Only individuals, corporations or pubic bodies may appeal a decision of the Municipality to the 
Ontario Municipal Board. A Notice of Appeal may not be filed by an unincorporated association 
or group. However, a Notice of Appeal may be filed in the name of an individual who is a member 
of the association or the group on its behalf. An explanation of the Purpose and Effect of the 
By-law, describing the lands to which the By-law applies may be found below and a key map 
showing the location of the lands to which the By-law applies is shown above. The completed 
By-law is available for inspection in the clerk’s office during regular office hours. 

PURPOSE AND EFFECT 

The purpose and effect of proposed Amendment No. 67 is to amend the Existing Official Plan from 
“General Commercial” to “Urban Residential” to recognize the newly created residential dwelling 
lot where the single detached dwelling is located. The purpose and effect of proposed Amendment 
No. 7 to the Official Plan adopted by By-law No. 150-06 is to amend Part 1 from “General 
Commercial" and “Open Space” to “Institutional” to recognize the existing church. 
INFORMATION WITH RESPECT TO THE AMENDMENT 

Information pertaining to the proposed Official Plan Amendment application and the adopted 
Official Plan Amendment #67 and Amendment #7 is available at the Community and Development 
Services Department, Town of Fort Erie, 1 Municipal Centre Drive. 

OTHER APPLICATIONS 

The Applicant has submitted an application for Consent (File No. B03/11 FE) and Zoning By-law 
Amendment, File No. 350309-335. The Town of Fort Erie Committee of Adjustment approved the 
Consent File B03/11 FE and Town Council has approved a zoning by-law amendment on March 
21st, 2011. 

DATED AT THE TOWN OF FORT ERIE THIS 16th day of April, 2011. 

CAROLYN KETT, TOWN CLERK 


NOTICE 


(2) NOTICE OF PASSING OF A ZONING BY-LAW 

Planning Act, 1990, c. P13, ss.34(18), O.Reg. 545/06 

APPLICANT: SYNOD OF THE DIOCESE (ST. PAUL’S CHURCH) 

FILE #: 350309-0335 



accompany the Notice of Appeal. 

Only individuals, corporations and public bodies may appeal a zoning by-law to the Ontario 
Municipal Board. A Notice of Appeal may not be filed by an unincorporated association or group. 
However, a Notice of Appeal may be filed in the name of an individual who is a member of the 
association or the group. No person or public body shall be added as a party to the hearing of the 
appeal unless, before the by-law was passed, the person or public body made oral submissions at 
a public meeting or written submissions to the council or, in the opinion of the Ontario Municipal 
Board, there are reasonable grounds to add the person or public body as a party. 

An explanation of the Purpose and Effect of the By-law, describing the lands to which the By-law 
applies may be found below and a key map showing the location of the lands to which the By-law 
applies is shown above. The complete By-law is available for inspection in the Clerk’s office during 
regular office hours. 

PURPOSE AND EFFECT 

The purpose and effect of By-law 26-11 is to amend Zoning By-law 129-90 (COMPREHENSIVE 
ZONING BY-LAW) by rezoning the lands indicated as Part 1 on the location map from “Institutional 
(I) Zone” to site specific “Institutional 1-455 Zone” to preclude any future dwelling units accessory 
to the church and to recognize the reduced lot frontage as a result of the concurrent consent 
application. The lands indicated as Part 2 on the location map have been rezoned from 
“Institutional (I)” Zone to “Residential 1 R1 ” Zone to recognize the existing single detached 
dwelling. 

OTHER APPLICATIONS 

The lands are also the subject of an application to amend the Town Official Plan, proposed 
Amendment #67 to the Official Plan for the Fort Erie Planning Area, and proposed Amendment #7 
to the Official Plan adopted by By-law No. 150-06 under File No. 350308-0070. In addition, the 
lands are also the subject of Consent File No. B03/11 FE. 

DATED AT THE TOWN OF FORT ERIE THIS 16th day of April, 2011. 

CAROLYN KETT, TOWN CLERK 
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Jockeys looking forward to 2011 season at Racetrack 


"We'll just pick it up from 


Kris Dube and has over 2,000 wins 

The Times throughout his 25-year 

career as a jockey, mostly 

The 114th season at the JP ent J n Alberta and 
Fort Erie Racetrack is less Ma ™ toba -, . _ 
than a month away and He said his first season m 
many familiar faces are look- 2010, was an enjoyable one 
ing forward to getting down both „ competitively and 
to business. soclall y’ a ® b f has , made 

There is also a new face in man Y S ood mends in the 
town, who is hoping to make sh ° rt has bae ? here - 
her mark at the his- Wp 11 ,,,st n,rk ,f ,m frr 

toric border oval. 

Janine Smith, a 22- 
year-old apprentice 
jockey who has re¬ 
located to Fort Erie 
from Western 

Canada, is eager to 
get into the reins and 
begin 

Compared to 
tracks she rode at in 
Alberta and 

Manitoba, Smith 
said she can already 
tell the atmosphere 
of the Fort Erie 
Racetrack is some¬ 
thing that will make 
her feel comfortable 
and allow her to 
compete at a higher 
level at the same 


there," said Simard, who won "We've been best friends Racetrack in the Greater last year. Four of her wins 
66 races last year. ever since then," said Toronto Area. Although she took place at what she 

The leading rider in 2010 Carignan, who placed first 97 enjoyed her time there, it's referred to as unrecognized 

was Krista Carignan, also a thnesin2010,inherfirstyear always nice coming back to tracks which people in the 

22-year-old and one of at Fort Erie. Fort Erie. industry refer to as "bush 

Smith's close friends and for- Camigan echoed Smith's "It's a lot more like home," tracks." 

mer room mate from when feelings about the local she said, 

they both rode at tracks both venue, comparing it to when Smith has won seven races 
in Edmonton and Florida. she used to race at Woodbine in her short career that began 


See Page 14 



"It's 


lot r 


positive and there's a 
lot more opportunity 
here," said Smith, 
meeting with the 
Times at the back- 
stretch this week. 

Smith was enroled 
in the Olds College in 
Alberta, where she 
took the exercise 
rider and jockey 
training program, 
and coincidentally 
one of her teachers 
was Real Simard, 
who is returning for 
his second season at 
the Fort Erie 
Racetrack, when the 
season begins on 
May 7. 

Simard is a two- 
time Canadian 
Derby Champion 


by Alaina Sillier, M.< 


Whether from loud music or power 
equipment such as lawn mowers, 
chronic exposure to loud sounds 
typically leads to gradual hearing 
loss. People of any age or gender 
who use ear buds and like to “pump 
up the volume” are particularly 
susceptible to compromised hearing. 
If you or a family member are not 
hearing as well as you could, please 
call HEARAGAIN BALANCE & HEARING 
CLINICS today at 905-871-4242 to 
schedule a comprehensive hearing 
exam. Our experienced staff employs 
the most advanced techniques to 
determine the appropriate treatment 
for each patient’s unique needs. Our 


HearAgain” 

V BALANCE & HEARING 
CLINICS 


Fort Erie 905-871-4242 


Business Success & Loan Centre Fort Erie 



The Town of Fort Erie 

ForfErie 


1 Municipal Centre Drive, Fort Erie, ON, L2A 2S6 

(905)871-1600 * Fax (905) 871-4022 • www.lorterie-on.ca 
EMERGENCY TELEPHONE INFORMATION 905-871-1600 
RADIO EMERGENCY INFORMATION 91.7 FM -105.7 FM - 610 AM 


ONTARIO 


Our Focus: Your Future 


PUBLIC NOTICE 


(3) **TAX NOTICE** 

TOWN OF FORT ERIE 2011 INTERIM TAXES 
FOR ALL PROPERTY CLASSES 
SECOND INSTALLMENT DUE FRIDAY, APRIL 29,2011 

For further information regarding papent of taxes, please refer to the back ol your tax bill. 
Interim 2011 tax bills we mailed on February 7,2011 
Office Hours: 8:30 a.m. - 5:00 p.m. • Monday through Friday 
Finance Department, Municipal Centre, Fort Erie, Ontario 
Gillian Corney, Manager ot Revenue & Collections 


REQUEST FOR PROPOSAL/ 

0U0TATI0H TEMPERS 


(!) EXPRESSION OF INTEREST' CDS-02-11 
TENANT FOR 6S7 NIAGARA OLVD. (BERTIE HALL) 

The Corporation of the Town of Fort Erie is seeking proposals from cultural, artistic, or heritage 
not-for-profit organizations tor the future use and sub-lease ot 657 Niagara Blvd. (Bertie Hall). 
Sealed replies to this Expression ol Interest, clearly identified as Expression of Interest CDS-02-11 
Tenant for 657 Niagara Blvd. will be received by Carolyn Kelt, Clerk, until 2:00 p.m., local time 

Friday May 13,2011 

Terms ot Reference maybe picked up at the front desk ol the Fort Erie Historical Museum, 
402 Ridge Road, Ridgeway, ON, starting Monday April 18,2011, or obtained by facsimile or 
e-mail upon request by contacting Jane Davies, Administrator, Fort Erie Museum Services, 
905-894-5322. 


(i) TENDER FOR POINT ABIN0 LIGHTHOUSE RESTORATION 
CONTRACT NO. ISF-03-2011 

Sealed tenders clearly marked as to content will be received by Carolyn J. Kett, Town Clerk, 
Municipal Centre, Fort Erie, Ontario until 2:00 p.m. LOCAL TIME on: 

TUESDAY MAY 3,2011 

Commencing immediately afterwards on the above date, tenders will be opened publicly at the 
Foit Erie Town Hall Meeting Room No. 3. 

Specific project details and requirements are provided in the Tender documents. 

Effective February 1,2011, all Town ot Fort Erie's formal competitive bid opportunities, 
issued by the Purchasing Services Division will be posted on Biddingo.com and organized by 
commodity. This service will provide businesses with a ‘one stop shop” lor bid opportunities 
available from the Town of Fort Erie, as well as other organizations using www.biddingo.com/ 
torterie. This service could open new markets lor the goods or services you offer. 

II a hard copy is required, tender documents may be picked up at the Leisureplex, 3 Municipal 
Centre Drive, Fort Erie, ON L2A 2S6 on payment of fifty-six dollars and fity cents ($56.50) 
non-refundable cash or cheque payable to the Copration of the Town of Fort Erie. Please give 
ample notice before pickup so documents can be printed. 

Questions concerning this project may be directed to Sean Hutton, Facilities Manager, 905- 


the right to reject any and all tenders and the lowest or any tender will 


(3) THE SUPPLY AND INSTALLATION OF 
THREE COLUMBARIA 
CONTRACT #ISO-03-2011 

SEALED Tenders clearly marked as to content will be received by Carolyn J. Kett, Town Clerk, Town 
Hall, Municipal Centre until 2:00 p.m. LOCAL TIME on 

Tuesday, May 3,2011 

Commencing immediately afterwards on the above date, tenders will be opened publicly at the Fort 
Erie Town Hall. 

The work generally consists of supplying and installing columbaria as follows: 

• One 72-niche columbarium at Greenwood Cemetery 

• One 64-niche columbarium at Greenwood Cemetery, Legion section 

• One 72-niche columbarium at Ridgeway Memorial Cemetery. 

Tender forms may be picked up at the John L Gibson Operations Centre, 1818 Pettit Road, Fort 
Erie, Ontario commencing Monday, April 18,2011. 

Effective Februaryl, 2011, all Town ot Fort Erie’s formal competitive hid opportunities, issued by 
the Purchasing Services Division will be posted on Biddingo.com and organized by commodity. 
This service will provide businesses with a ‘one stop shop" tor bid opportunities available from 
the Town ol Fort Erie, as well as other organizations using \ 
service could open new markets for the goods or services you otter. 

Questions concerning this project may be directed to Doug Campbell, I 


The Corporation reserves the right to reject any and all tenders and the lowest or any tender may 
not necessarily be accepted. 

























































NEXT COURSES 

EASTER WEEKEND CLASSES 
Friday, April 22nd ■ Monday, April 25th 


Niagara's only supplier of "Rock Of Ages " sealmark granite. 

Manufactured in Canada, stone carving hand-crafted and guaranteed in Niagara by Glenmount. 
Niagara's only "Certified Memorialist" recognized by the Monument Builders of North America. 

Port Colborne l/^i cxiijnilMTl Welland 

3114 Hwy 3 East | ULEN MOUNT | , ni AmiBHl1RtSt 

1-800-541-2291 MONUMENT BUILDERS 905-735-9717 
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Many hands improve Salvation Army facility 


An integrated system for a healthier Niagara 

The Niagara Health System is a multi-site hospital corporation dedicated to 
its vision of “Together in Excellence - Leaders in Healthcare” 


"The Niagara Health System is seeking potential candidates to 
serve on the Board of Trustees" 

Comprising seven sites serving the Niagara region, the Niagara Health 
System has 4,154 employees, 599 physicians and 1100 volunteers, with 
an annual operating budget of approximately $400 million. The people 
of the Niagara Health System are dedicated to providing quality, 
compassionate and timely patient care. 

Key competencies for Trustees are identified as: 

• Strategic thinker: forward-thinking, progressive 

• Regional perspective: "health system" thinking 

• Consensus builder 

• Strong understanding of complex systems and organizations 

• Specific skills and experience in the areas of Finance, Quality, 
Community Relations/Engagement, Governance and Communications 

Personal characteristics and competencies for our Trustees include a 
commitment to our Vision, Mission and Values, stewardship, 
relationship-building and ability for forward thinking. Trustees are 
required to act with integrity and in good faith with a view to the best 
interests of the Corporation and not on behalf of any particular 
constituency. 

If you would like to be considered a candidate for current or future 
volunteer opportunities as a Trustee for the NHS, and are willing to make 
the necessary time commitment, please forward your Letter of Intent 
and Resume by no later than Thursday, April 21, 2011 . 


food bank, an entirely new 
kitchen and shelving. 
Three freezers, and a com¬ 
pletely new and fresh paint 
job are also part of the new 
look to the building. 

Students raised $20,000 
to fund the project and 
labour was provided free of 
charge. 


Community and family 
services manager Donna 
Paterson, estimates the 
overall cost of all the work 
done would be somewhere 
around $50,000 if it had to 
be paid for and wasn't pro¬ 
vided through this gener¬ 
ous and wonderful initia- 


Niagara College president Dan Patterson, with Salvation Army 
community and family services manager Donna Paterson, 
shortly after unveiling the nearly completed Many Hands 
Project at the local non-profit. 


And for that, she is more 
than thankful. 

"All of the students and 
staff of Niagara College 
were so committed to the 
project," she said. 

Paterson said another 
rewarding part of the 
three-month long project, 
is seeing how enthusiastic 
the students were while on 
the job, not just working 
hard because it gets them 
closer to graduation, but 
because they knew a posi¬ 
tive difference would be 

"You feel pretty good 
about yourself when you 
know you're helping peo¬ 
ple in the community," 
said Paterson. 

At a brief presentation on 
Saturday, Many Hands 
Project chair Lesa Holmes 
said once the work is com¬ 
pleted, it will be gratifying 
to know their work will 
provide a nice atmosphere 
for people who visit the 
Salvation Army. 

"We're so happy to be 
able to provide this renova¬ 
tion for them," said 
Holmes. 

"Everyone that's been 
involved should be very 


Marcy s Woods 


Centennial Branch 
Learn about flow¬ 
ers, birds, toads 
and frogs of 
Marcy’s Woods 
from members of 
the Bert Miller 
Nature Club 
Flower 
Photography 
Workshop 
Thurs Apr. 22, 6:30 
p.m., Crystal Ridge 
Branch 

Peter Ferguson 
teaches digital pho¬ 
tographers how to 
improve their 
flower photography 
in the garden. Call 
(905) 894-1281 to 
pre-register 


Kris Dube 

The Times 

For the last three 
months, many hands have 
been working diligently at 
the local Salvation Army. 

An annual initiative 
taken by Niagara College 
and its event management 


and construction studies 
programs, the local non¬ 
profit was the recipient this 
year of vast improvements 
to the Gilmore Road loca- 

Since January, students 
and college faculty have 
been working every Friday 
to bring the building up to 
a better standard. 


On Saturday, the Many 
Hands Committee, Niagara 
College and Salvation 
Army showcased the nearly 
complete renovation to 
invited guests and the 

Improvements to the 
facility include the addi¬ 
tion of two offices, a stor- 
area for the emergency 


NIAGARA HEALTH SYSTEM 
SYSTfeME DEI S ANTfi DE NIAGARA 


OUR BRING A 

FRIEND REBATE 


We are a Ministry Approved and Licensed 
Beginner Driver Education Course Provider 
Call us for current course dates and 
intormation on other services, or visit our 
website: ££ TST 

www.gordsdrivingschool.com 































Waterfront development should be addressed 


From Page 4 

Every time an election 
comes around, Willick feels 
that often voters have 
already made their decision 
on who they will be sup¬ 
porting, based on loyalty to 
a party or in the younger 
generation's case, because 
that's the way their parents 
have voted over the years. 

In this day and age, 
Willick says people need to 
be a little more open mind¬ 
ed and also not base their 
vote on the attacks of 
opposing parties, but con¬ 
sider how each candidate 
can provide benefits for his 
or her constituency. 

"All that stuff has taken 


over from what the issues 
are," he said. 

When there is so much 
hostility and tension in an 
electoral race, in his opin¬ 
ion, people are often 
turned off from politics and 
are unsure of who to vote 
for. 

"As a result, people are 
casting politics in such a 
negative light," said Willick. 

One focus he says that 
needs to be made by the 
federal government is pro¬ 
tecting shorelines, with a 
strategic plan in place for 
development. 

Since Niagara is what he 
referred to as an "island 
community," this idea 
should be considered for 
the area, referring back 


again to the Bay Beach Lake as an example, appre- 
issue and how it has caused dating the fact that the 
so many people to speak development's opposition, 
publicly about what is right the Harmony Group, came 
or wrong with development to the table with various 
on waterfront property. options, other than what 
"All it's done is divide our was being proposed, 
community and pitted peo- "You have to provide 
pie on opposite sides... options for development, 
maybe that's something you can't just oppose it, for 
that's the fault of the feder- the sake of opposing it," 


al government, 
seeing that," he said. 

He said Niagara- 
on-the Lake has 
many of the 
issues as Fort Erie 
that need to be 


said Willick. 


Saturday, April 16,2011 • Fort Erie Times 1 


Message delivered successfully 


From Page 5 

Zanko ensured that the 
Town, the EDTC and 
Chamber were not involved 
and said she made her 
mvolvement with the group 
clear, when she was identi¬ 
fied as a spokesperson in the 
Mar. 19 edition of the Times. 

"I find it interesting there 
are council members who 
are questioning this during 
council meetings, when I 


identified myself as a 
spokesperson months ago," 
she said. 

At this point, she says the 
group is ready to put the Bay 
Beach issue behind them 
and carry on with the future. 

"Many people have 
thanked councillor Steckley 
for changing his mind and 
moved on," said Zanko. 

"The purpose was to deliv¬ 
er a message and I think we 
e successful at that.” 




IrW Good Friday 
Service 10 a.m. 
Easter Sunday Service 
11 a.m. 


St. Andrew's-Kno 


203 Highland Avenue, Fort Erie, Ontari< 


Sherkston BIC 

Join us on ('■' 

Sunday morning al 10:30 am. 
Nursery & Toddler Care provided plus 
Kidz Time starting at 10:15 am. 

Pastor Rob Collier 
’ill continue with a series for April 
"STEPS TO THE CROSS" 

We extend to you a Warm 
Welcome to our 

GOOD FRIDAY SERVICE 

April 22" 1 at 9:30 am. 

EASTER SUNDAY SERVICE 

April 24* at 10:30 am. 



(3 Municipal Centre Drive, Fort Erie) 

umber of local churches 


For more information feelfree to contact: 
Bertie Brethren in Christ Church, Riverside 
Community Church or The Well 


Trinity Lutheran Church 

171 Bertie Street 
Maundy Thursday 
April 21 at 7:30 p.m, 
(Healing Service and stripping of Altar) 
Good Friday 
April 22 at 10 a.m. 

Easter Sunday 
April 24 at 10 a.m. 

Christ is Risen! 
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Time, money, stress. 
Our No-Bounce 
service saves you 
all three. 



Banking with Meridian means access to our No-Bounce service. 
It’s simple: if your cheque is about to bounce, we work with you 
to stop it. Which means we’ve got your banking and your back, 
covered. 

Want No-Bounce cheque service? Get it here. 

For more information visit a branch or meridianbanking.ca 


Arts Council looking 
ahead to projects 
and ventures 


Centre for the Arts in 
Ridgeway will host many 
upcoming events, espe¬ 
cially during summer 

Kris Dube 

The Times 

The Fort Erie Arts Council (FEAC) is 
always trying to generate fresh, creative 

A regular artisan market, partnered 
with the Ridgeway Business 
Improvement Area's farmer's market, a 
diverse range of classes available for 
people of all walks of life and ages...the 

In the summer, the FEAC is hoping to 
continue generating more awareness 
about what the local artistic organiza¬ 
tion, founded in 2004, has i store for local 
residents. 

Since moving into its new headquar¬ 
ters, the Sanctuary Centre for the Arts on 
Ridge Road, formerly the Ridgeway 
Community Church, chair Sheri 


Ordinario says public interest certainly 
has gained some momentum, but 
expects this will get even better...once 
the weather gets a litde more favourable. 

"We're hoping with the summer com¬ 
ing, we'll have a lot of outdoor events," 
said Ordinario. 

At a membership gathering last week, 
the FEAC invited its members to partici¬ 
pate in its latest venture, a project called 
"My Favourite Book," where artists are 
asked to depict imagery from a piece of 
literature of their choice through their 
medium of choice, such as sculpture, 
photography and painting. 

"Whatever it may be, it has to relate to 
books though," said Ordinario. 

Artists will be asked to not leave their 
signature or watermark on their work, as 
the project will conclude with a Mystery 
Art Exhibition, where work will be avail¬ 
able for purchase, and customers will 
have no idea whose work they are pur¬ 
chasing. 

This event on June 24, will coincide 
with the Niagara Literary Arts Festival, 
taking place at various locations across 
the region. 
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Musicians raise money 
for high schools 


Kris Dube 

The Times 

If it wasn't for the music 
program at Fort Erie 
Secondary School (FESS), 
Alvin Lapp would not be 
where he is today, playing 
music for a living, doing 
something he loves. 

The Fort Erie native, who 
currently resides in the 
Greater Toronto Area, paid 
a visit to his hometown last 
weekend, with one of the 
many bands he plays in. 
Combo Deluxe. 

At the Old Bank Bistro on 
Jarvis Street, Lapp and his 
bandmates performed their 
diverse set of songs, in an 
effort to raise money for 
music programs at both 
FESS and Ridgeway-Crystal 
Beach High School. 

When the last song of the 
night was played, over $500 
was raised for both high 
schools. 


kk 

The music pro¬ 
grams just don’t 
get enough fund¬ 
ing.” 

— Alvin Lapp 

"The music programs just 
don't get enough funding," 
said Lapp, before the show. 

Lapp, who has played 
with bands such as the Goo 
Goo Dolls and Lance 
Diamond, two popular 
Buffalo-based acts, said if it 
wasn't for the role his 
music teacher Ron Gorham 
played in his life while at 
FESS, things wouldn't have 
turned out the way they 
have so far for him. 

Gorham gave Lapp a key 
to the school so he could 


come back after hours and 
play drums, something he 
often did to escape troubles 

"He showed me a differ¬ 
ent way," he said. 

Lapp admits he is a 
sports fan, but sometimes 
in high school, students 
who didn't play on any 
teams are picked on for not 
following the crowd. Music 
is an outlet for a lot of these 
kids, he said. 

"There are kids who don't 
play sports and they kind of 
get shoved off to the side... 
and that's where the prob¬ 
lems start." 

Lapp also pointed out the 
experience that exists with¬ 
in Combo Deluxe, consid¬ 
ering bass player David 
Field even played with 
Sammy Davis Jr. at one 
point in his life. 

"They've been around 
the world with some huge 
acts," said Lapp. 




Find us on 

Facebook 


Announcement 


Dr. Terry McKay 

and his dental staff are pleased to welcome 

TOM ADAMS, D.D.S. 

to our practice. 

Dr. Adams graduated from E.L. Crossley 
in Pelham in 2000 and completed his 
undergrad in biology at Brock University 
in 2003. In 2007, he graduated dentistry 
from the University of Western Ontario. 

Starting February 11th, 2011, Dr. Adams 
will be available for appointments on 
Fridays at this office at 179 Ridge Road, 

Ridgeway. To schedule an appointment, 
please call 905-894-5555. 

McKay Dentistry 

PROFESSIONAL CORPORATION 

179 Ridge Road, Ridgeway 

905-894-5555 




computer? 

fort erie's computer serwke centre 


905 - 228 - 6176 ^ 


1247 Garrison Rd www.csniagara.com 
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Invrx&nn SOLUTIONS BUILT 

, investors around you ™ 

LaFDlip INVESTORS GROUP 

FINANCIA L SERV ICES INC. 

> MANAGING INVESTMENTS^CASH MANAGEMENT 

> RETIREMENT PLANNING >ESTATE PLANNING 

> TAX PUNNING > BROKERAGE SERVICES 

> MORTGAGES >PENSI0N ANALYSIS 

> INSURANCE 



Fundraiser for 
woman who needs 
organ donor 


The community is invited to transplant waiting list 
a fundraiser, for a woman in The event takes place on 
need of a liver donor. Sat. Apr. 23 from 4 p.m. to 7 

Jennifer Dunn, a former p.m. at the Stevensville Umted 
Niagara resident who now Brethren Church, 
lives in Burlington suffers Next week is national organ 

from Primary Bilary Cirrhosis and tissue donation aware- 
and is currendy on the Ontario ness week. 


> MORTGAGE 
INTELLIGENCE® 


Twilight Tuesdays returning 


From Page 9 

At the conclusion of the 
2010 season, she travelled 
to Arizona and took up 
exercise riding for a top rac¬ 
ing stable, to work on fit¬ 
ness and skill-building. 

When the 2011 season 
comes out of the gate, 
Smith will be a 10-pound 
apprentice, but with two 
more wins, she will become 
a five-pound apprentice. 

Scott Lane, the agent for 


Smith, Simard and 
Carignan, said he is opti¬ 
mistic this season will be a 
good one, as he has as he 
has assembled a team he is 
rather proud of. 

"I have really high expec¬ 
tations for the upcoming 
season," he said. 

Opening day is May 7 
with a 12:45 p.m. post time. 

Twilight racing will also 
be held on Mondays and 
Tuesdays in June, July and 
August, after a successful 
trial run last year. 


Port Colborne High School 

211 Elgin Street, Port Colborne 
Day Program 

FINAL SESSION 
Wed., May 4 
1:00 p.m. 

Oakwood Park Lodge 

6747 Oakwood Drive, Niag. Falls 
Eve & Wknd Program 

FINAL SESSION 
Sat., May 7 
11:00 a.m. 

raSJk www.dsbn.org/community 905-687-7000 

mil DISTRICT SCHOOL BOARD OF NIAGARA 

LSI IIII Achieving Success Together psw@dsbn.edu.on.ca 


> Better than Bank Rates for qualified clients 

> 95% financing/35 year including 5% cash 
back & borrowed downpayment options 

> Self Employed - many options available 

CANADA’S PREMIER I 
MORTGAGE BROKER 

call RANDY WINGER 

FSCO LIC M08001765, Mortgage Agent 

905 - 382-4442 

Visit www.randywinger.com 




ON MONDAY, MAY 2, VOTE! 


MONDAY, MAY 2, IS ELECTION DAY 


DID YOU RECEIVE 
THIS CARD? 


rsBRM msaii limblI-I 


NO, or you found an error - contact Elections Canada now. 


YOU CAN VOTE BEFORE ELECTION DAY 

• At the advance polls on Friday, April 22; Saturday, April 23; 
or Monday April 25, from noon to 8 p.m. 

• By mail or at your local Elections Canada office, if you apply by 6 p.m. 
on Tuesday, April 26. 

TO VOTE, YOU MUST: 

• be a Canadian citizen 

• be at least 18 years old on election day 

• prove your identity and address 

For more information on voting, including the list of authorized pieces 
of identification, check the brochure you received by mail or visit 
www.elections.ca. 


VOTE. SHAPE YOUR WORLD. 
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Pro lacrosse player heading to world championships 



Kris Dube 

The Times 

During the week, Travis 
Hill keeps himself busy as a 
supervisor at the Old Fort 
and a member of the War of 
1812 bicentennial planning 
committee. 

When the weekend rolls 
around, he changes his title 
as someone involved in the 
local community to some¬ 
one who is in his sixth sea¬ 
son as a professional ath¬ 
lete. 

Hill has played with the 
National Lacrosse League 
(NLL)'s Minnesota Swarm 
since he entered the 
league. He has gone 
through what he refers to as 
a rewarding change, once a 
rookie but now one of the 
team's most seasoned vet- 

"It's quite the transfor¬ 
mation process, guiding 


some of the younger guys 
through the same process 
you went through," said 
Hill, who leads the team 
with an average of 3.5 
penalty minutes per game, 
playing both forward and 
defense. 

If the Swarm wins two 

games, it will solidify their 
position as the second 
place team in the NLL's 
western conference and 
give them home advantage. 

"In Minnesota's history, 
they haven't hosted a home 
game yet in the playoffs," 
he said. 

Every four years, the NLL 
takes a break in May, as 
many players are selected 
to play in the World Indoor 
Lacrosse Championships. 

Hill has been asked to 
join the roster of the 
Iroquois Nationals, whom 
he played for four years ago 


in the same tournament, 
losing in the final game to 
Team Canada when it was 
held in Halifax. 

This year, from May 21 to 
28, Hill will hit the floor for 
the same team, competing 
overseas in Prague. 

For the 29-year-old, tak¬ 
ing the top prize is his main 
priority. 

"The gold medal is num¬ 
ber one, the second is leav¬ 
ing North America for trav¬ 
el. I've never done that 
before," said Hill. 

The team will be coached 
by Darris Kilgour, the cur¬ 
rent head coach and gener¬ 
al manager of the NLL's 
Buffalo Bandits, whom Hill 
says he is "honoured" to 
play for. 

"He's a huge icon in the 
native community for what 
he's done with the Bandits 
and throughout the 
league," he said. 


Gymnasts heading to competition 


etes are heading off to a compe- points from different 

ft. tition in Windsor this week- events, 

nice alter end . Lauren Ferguson took 

ntmeet At the recent competi- home the silver medal in 

don, Fort Erie athletes who the vault competition and 

After a successful per- P ractice out ° f the Niagara is ranked 13th overall in 

formance at the 2011 falls Gymnastics Club cer- points across the province. 

Women's Artistic tain ly made a name for Other notable perform- 

KRISDUBt Fort Erie Times Gymnastics Ontario themselves. ances were given by 

Travis Hill is in his sixth season with the National Lacrosse League’s Minnesota Swarm. He has Championships, earlier on ^,“ G p a ” l ’“ t 

also been asked to join the Iroquois Nationals'roster for the World Indoor Lacrosse this month in Niagara Falls, 8 . 1 8 ^ ’ . ,. , 

Championships, taking place in Prague next month. Hill is also a member of the War of 1812 a handful of local gymnasts and is ranked sixth overall competing in this week- 
■■■■■— in Ontario, combining her end s competition. 






Hammond-Davidson 
Funeral Home 

21 Wintemute Street • Fort Erie • 905-871-2702 

www.hammonddavidsonfuneralhome.com 
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When youpick up your new 

ELIGIBLE 2011 DODGE GRAND CARAVAN, 
YOU PICK UP AN EXTRA $1,400* 


THE NEW 2011 DODGE GRAND CARAVAN SXT 

CANADA’S BEST SELLING MINIVAN FOR MORE THAN 27 YEARS 


! STANDARD EQUIPMENT 


INCLUDES $7,000 CONSUMER CASH,* 
FREIGHT, AIR TAX, TIRE LEVY AND 
OMVIC FEE. TAXES EXCLUDED. OTHER 
RETAILER CHARGES MAY APPLY* 


er may charge addit 
i-theft/safety produ 


or administration/pre-delivery that can range froi 
i range from $0 to $1,298. Charges may vary by i 


pinna 


lit 

ill 

"Hill 

if* 


mmm 

list 


SCAN 

HERE 


FOR MORE 


CANADA'S NEWEST SHOWROOM 

Jeep. - ^ram 


OR CHOOSE 

THE NEW 2011 

DODGE GRAND CARAVAN SE 

CANADA VALUE PACKAGE 


PURCHASE FOR 

* 20,995 


HURRY IN! ONLY 3,900 REMAINING PROVINCE-WIDE 


• Segment-Exclusive* 2nd row Super Stow 'n Go* with one touch operation 

CUSTOMER 

• Segment-Exclusive* Stow 'n Place™ roof rack 

• 3rd row Stow 'n Go* with Segment-Exclusive* tailgate seating 

• Centre front floor console with cup holders 

• Deep-tint sunscreen glass 

• Body-coloured door handles and bodyside moulding 

CHOICE FINANCING 

$ 161?4.99 

muSrL.w 1 FOR 60 MONTHS 

BI-WEEKLY AND jo DOWN 

WITH THE OPTION TO RETURN 
AFTER 60 MONTHS 



























Saturday, April 16,2011 • Fort Erie Times 17 



fort Erie Fines 

CARRIERS WANTED 


(Pettit, small part of Garrison) 

Route: 1039 - Fort Erie - 44 papers 

(Sims, Taylor, Tenth, Upper Oakes) 

Route: 2001- Oakhill Forest - 50 papers 

(Shawnee, Barker, Centralia, Ozark, Oakhill) 


Haven’t Seen A Route Advertised For Your Area? 
Call & leave your name, address & telephone 
number & we will call you if one becomes available. 

If interested call Petrina at 

905-871-3100 ext. 201 


4 Brilliant Customer service and 
interpersonal skills 

♦ No experience as we will offer full 
informative workshops for applicants 

♦ No matter what your career goal, you 
have to start somewhere. 

♦ Enjoy the dealing with people but not 
able to advance or progress in your 
career? No Worries! 

♦ We are looking for professional 


Do you have good communication skills? 
Looking for an immediate start? 


hr@cititrendinc.com or 


Positions Available 
Call on Existing Customers 
If you are a people person and like 
talking on the phone 

CALL US TODAY! 

-Weekly Pay and Weekly Bonus 
Opportunities 
-Full Time Positions 

-Paid One Month Comprehensive Training 
-Pius a Great Benefits Package! 

1-800-210-6269 ext: 9151 


SPAGHETTI DINNER 

Saturday, April 23th, 4:00 - 7:00 p.m. 
Stevensville United Brethren Church 
2536 Stevensville Road, Stevensville 
ALL YOU CAN EAT $8.00 
Children under 12 or Takeout $6.00 
Come and help us support Jennifer Dunn who 
is suffering from liver disease. All funds 
received will go for her support with this debili¬ 
tating disease as she waits for a transpl"* 


NOTICE TO CREDITORS AND OTHERS 
IN THE ESTATE OF 
WILLIAM FRANCIS FI SHE R 

WILUAMFRANCIS HSHERJate of^theTomiofftirdErie Jn 


288 Ridge Road 
Ridgeway, Ontario 

Telephone 905-894-0220 


fainter 

Interior & Exterior Painting 
¥» Paper Hanging 

W Free Estimates 

Call Niagara-on-the-Lake 

905-353-6815 


NEED A USA MAILING ADDRESS? 

Check out The UPS Store on Elmwood 
Ave. just minutes from the Peace Bridge. 
We can help with all your business needs. 
Please contact us between the hours of 
9-7 Monday - Friday or 9-5 Saturday 

www.theupsstorelocal.com/0861 

266 Elmwood Ave., Buffalo, NY 14222 

(716)885-5902 


NOTICE TO CREDITORS AND OTHERS 
IN THE ESIATE OF PAUL RUCH, 
ALSO KNOWN AS PAUL NATHANAEL RUCH, 
DECEASED 

ALSOKNOWNAS PAUL NMHANAaBUCH, P DECEASEDj 
" ' ‘he Town of Fort Erie, in the Regional Municij — 

. •“t.-- wtodied ondie 22* (toy of October^2010 are 

ike, p! 

Dated this 23* day March, 2011. 


Jones, Jamieson & Redekop 


Telephone 905-894-0220 
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Business/ s3eo 
Franchise Opps 

ATTENTION 

READERS 

Dlassifiedextra.ca 
strongly urges read¬ 

./yfeAR 

^ 11 ^ r i 

flpSAlJ: 

Garage Sales gioo 

Garage Sales gioo 

ers to investigate 
potential BUSINESS 
and FRANCHISE 
Opportunities before 

IMIIIL 

i 

Nki&oi 

sending money in 
response to any 
advertisements. 

Saturdl 4 22 F "&%3rd 

Ridgeway/Crystal 
Beach High School 

Front parfang^tot. 

Proceeds tosupport 

:lassifiedextra.ca 

Let It work for you! 
1-866-541-6757 i238s94 

Exercise Equipt, toys, 
morel’ Rain o? Shine, 




Dignity, Simplicity 
and Respect 

Jerome J. O’Charchin, Funeral Director 


Bricks £ Bouquets 



m e dneyfor r good Causes 6 ^people who are sur- 
The last thing they prised that the skatepark 
deserve is to be berated or has-been hit by graffiti 

the Canadian Motor To the person that 































































ridge burg 


Miller’s 


Happy 


Earth Day fggtoiftt 


Available! 


109 Niagara Boulevard, Fort Erie 

905-871-3471 

(across from Happy Jack's] 


1557 Bowen Road atQEW, Fort Erie 

Tel: 905-871-4354 Fax 905-871-5453 

1-800-263-8104 • www.millersauto.com 


Specializing in Quality All Natural 
Lawn, Garden & Flower bed Soils 

A Variety of Premium Bark Mulches 
Crushed Stone, Sand 

Decorative Stone for Ground Cover & Driveways 
Black Loam • Garden Grow • Manure 

PICK UP OR DELIVERY - STOP IN AND SEE OUR PRODUCTS! 
567 Empire Road, Sherkston 

905-894-1662 


The Old Bank Jt’& 

EEtifyV'&Bar 

HAPPY 

Earth Da g, 




vb 

PEN PLAST 

PENINSULA PLASTICS 
LIMITED 

Fori Erie, Ontario 
905-871-4766 


Jason's CRESCENT 

HOME HARDWARE 


WE WILL SOON OFFER 

LUMBER SUPPLIES! 


FAMILY OWNED 8 OPERATED! 


1238 Dominion Road, Fort Erie 

PHONE: 905-871-1664 


























































